MECHANICS AND ALLIED SUBJECTS
	Load at C	Distance AC	Distance ' BG	Pressure at A	Pressure at B
1	20 tons	20ft.	40 ft.		
2	15 tons	32ft.	28ft.		
3	100 tons	10ft.	50ft.		
4	2500 Ib.	50ft.	10ft.		
5	30 tons	42 ft.	18 ft.		
6	390 Ib.	25ft.	35 ft.		
9.  What steam pressure is used on locomotives?    Is the same pressure used for heating cars and the shops?
Give complete answer with reasons.
10.  If the steam pressure is 30 Ib. per sq. in., what is the total force tending to blow the end out of a steam pipe 4 in. inside diam.?